THE  NATIONAL  SHRINE  OF  THE 
IMMACULATE  CONCEPTION 

Washington,  D.C. 
Above  the  center  doors  of  the  Impressive  main 
entrance  can  be  seen  the  beautiful  scene  of  the 
Annunciation.  This  high  relief  carving  is  but  one  of 
many  adorning  the  vfalls  of  The  National  Shrine.  It 
is  flanked  by  eight  carved  panels  showing  women 
who  prefigured  Mary  or  who  were  mentioned  In  the 
Gospels. 
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